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THIS IS UNEVALUATED INFORMATION 


SOURCE 


25X1X 


25X1 


The following is a tabulation of the Material to fce delivered by VEL* Lichiffs- 
elektrik in Rostock (marine electri c equipment) under the 1954 year pleiu 
This list, ~H veg sent by HV Pohiffkeu (bfein Mr.<lnjLstra~ 

tion, aiipbuiiding; to Vbl Schiffselektrik in Rostock, and meets the requirements 
for electrical equipment of the entire East German shipbuilding program in 1954. 

Plan Position Total of Individual Kind of Item 


Nujsbe s 

Itens 


51 11 113 

72 

Alternating current (AC*) motors 9 
between 10 end 50 k\: 

51 11 112 

673 

AO motors between 1 and 10 kW 

51 11 210 

140 

AC crane rotors up to 10 kW 

51 11 230 

7 

AC crane notcrs between 10 and 

50 kV 

51 12 110 

m 

Direct current (DC) no tors* 0„25 to 
1 kW 

51 12 120 

2170 

DC current rotors between 1 tnd 

1C kW 

51 12 130 

251 

DC current rotors between 10 end 
50 kV 

51 12 140 *■ 

9 

DC current rotors between 50 tnd 
' IOC kW 

51 12 150 

44 X 

t - DC current rotors between iOO tnd 

Lcoo kw ’ ; , 

51 12 210 

- f m - • 
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V 1 Bfx crane motors up to* 10 kW 
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Han Position Total of Individual Kind of Item 


KiyAers 

Items 


51 12 230 

450 

DC crane motors between 

1C and 4C kVJ 

51 12 240 

23 

DC crane mo ter s over 50 

51 14 110 

43 

AC electric generators up 
to 40 k# 

51 14 120 

27 

AC electric generators between 

40 e nd ICO kW 

51 14 130 

29 

AC electric generators over 

ICO kW 

51 15 110 

270 

DC electric generators up to 

40 kW 

51 15 120 

2 CO 

DC electric generators between 

40 and ICO kW 

51 15 130 

80 

DC electric generators between 

100 and 1,C0C kW 

51 16 110 

10 

power transformers between 

5 end ICC kVA 

51 35 120 

10 kilometers 

of furrow cables with rubber hose 
pipe with cross section of 

35 square millimeters and over 

51 35 140 

1130 kilometers 

of control gear and measuring 
cables 

51 35 161 

225 kilometers 

of insulated lines f cord and 
braid 

51 35 162 

470 kilometers 

of rubber hose pipe with con- 
ductor section of up to 25 square 
millimeters 

51 35 163 

Xo35 kilometers 

of welding cable 

51 35 170 

2 « 5 tons 

varnished vires and winding 
wires 

51 41 110 

278,900 DK. 

lead storage batteries for 
motor vehicle s 

51 41 120 

1 80C DH 

lead storage batteries for 
electric vehicles 

51 41 300 

173,000 a* 

alkaline storage batteries* 
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